
April 10, 2013 



Dr. Sharon Tanner 
Chief Executive Officer 

National League for Nursing Accrediting Commission, Inc. 
3343 Peachtree Road NE, Suite 850 
Atlanta, Georgia 30326 

RE: Notice of Appeal-Cuyahoga Community College District 
Dear Dr. Tanner: 

This letter shall serve as the Notice of Appeal for Cuyahoga Community College District (the 
"College"), in connection with the Board's decision to deny the College's Nursing Program 
continuing accreditation at the March 2013 Board Meeting. Please find enclosed a check in the 
amount of SI, 250 which represents the College's Notice of Intent to Appeal Fee. 

In accordance with Policy #10 of the NLNAC Accreditation Manual, immediately upon receipt 
of this letter by the NLNAC, the College expects the NLNAC website and any other documents 
listing the accreditation status of the College will be updated to reflect that the College's Nursing 
Program has continuing accreditation with conditions, which shall be maintained until the 
disposition of the appeal. 

Please contact me if you have any questions or need further information. 



Sincerely, 




Jerry Sue Thornton, Ph.D. 
President 



Office of the President 



District Administrative Services 



700 Carnegie Avenue 



Cleveland, Ohio 44115-2878 



216-987'4S51 Fax 216«987.4895 



Cuyahoga Community College is an affirmative action / equal opportunity institution. 
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